MEASURES OF TIME             281
is high, as if 5 inches were doubled up, then the Sun
is 5 gurries high.
122. GURRIES
Harl. MS. 4254, fol. 8.
The way of the Moors and Hindoos keeping account
of the day is by Gurrials as followeth (vixt.} :
They have a brass dish with a little hole in the
bottom, which they put into a pale of water, so that
when it is filled up to a certaine place it is one Gurries
time! In some places, as at Pattana, they have Glasses
with sand in them, made like our houre-glasses in
England, which are an exact Gurry. The day and
night are divided into Sixty Gurries, so that every
Gurry is Twenty foure Minutes or Sixtieth part of an
English day. They also divide the day into 4 Purr,
and the night into 4 Purr, and begin the day a little
before Sunrise, about a quarter of an houre, just when
the horison is read, and continues it untill so long after
Sunset, so that in Summer time when the dayes are
long, the Purrs are long, and per contra, so that
sometimes there are 9 Gurries in one Purr, and at
some-times but 6. Whereas, if the day and night were
divided into equall Purrs, there would be but 7^
Gurries in every Purr.
TO KNOW WHAT GURRY IT  IS
They have a way to know how many Gurry it is
by the Shadow, viz : a man observes how long his
shadow is by feete and to that adds 6, and when both
added hee therewith divides 120, and the Quotient
tells how many Gurryes are past, if before noone ;
if after noone how many are behind of that day. As